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ABSTRACTS AND REFERENCES.
SEWAGE POLLUTION.
1.  Pollution of Streams by Sewage.
HORTON, THEODORE, Chief Engineer, New York State Department of Health.
Twenty-ninth Annual Report, New York State Department of Health,
Vol. 2, Albany, 1908.
Conclusions (condensed):
1.  That the discharge of domestic sewage into a stream may become dan-
gerous to health, when it is derived from a community in which communicable
diseases have been prevalent.    Communicable diseases are more or less prev-
alent in all communities.
2.  That the discharge of domestic sewage into a stream may, in addition
to danger to health, become a source of offense or nuisance, when the available
oxygen carried in the sewage or in the stream into which it is discharged, is
insufficient to prevent aerobic conditions, in which case putrefactive and offen-
sive odors are given off.
3.  That industrial wastes in themselves, and unmixed with domestic sewage
rarely, if ever, contain pathogenic bacteria.
4.  That industrial wastes may occasionally contain poisonous ingredients
that may inhabit and kill fish and other forms of life, such for instance as
bacterial life, under which condition the actual agency of purification and
nitrification is arrested.
5.  That industrial wastes may become the source of serious nuisance through
emanation of offensive gases resulting from anaerobic or septic action.
These offensive gases may emanate from deposits of organic matter along
the bed and banks of the stream, or they may emanate from the surface of the
water itself.
2.  The Selection of a Water Supply.
OGDEN, H. N.    Twenty-ninth Annual Report. New York State Department
of Health, Vol. 1, p. 773-796, Albany, 1908.
3.  A Committee on Standards of Purity for Rivers and Water-
ways.
Engineering News, Vol. 66, p. 785, 1911.
The above committee has been announced by Mr. Calvin W. Hendrick,
president of the National Association for Preventing the Pollution of Rivers
and Waterways, and chief engineer of the Baltimore Sewage Commission,
Baltimore, Md. This committee was organized at the meeting of the Asso-
ciation held at Baltimore on December 31,1911. The committee was ins true-